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firing became hotter, and bullets rained into
the house at every second.

It must have been about half-past four that
the big guns began to be played against us.
It had been found necessary to concentrate
the whole of our force on the Residency and
out-buildings, such as the treasury and offices,
and this entailed abandoning all the positions
captured in 'the early part of the day inside
the outer wall of the palace, and bringing
all the men together. The wounded had
to be recovered from all directions and
conveyed to the hospital, which was some
distance from the Residency.

Lieutenant Brackenbury had been dis-
covered lying on the bank of the river
which flowed north of the palace, where
he had fallen shortly after the attack was
made early in the morning. He had
mistaken the direction, having got the
wrong side of the wall near the Jiibraj's
house, from which point he had been
exposed to a heavy fire from the enemy.